August 27, 1942. 


Mr, Vernon Green, 

1326 Penna Avee, 

Baltimore, Md. 

$ Baltimore Elite Baseball Club. 


Dear Vernon: 


I am writing to tell you I galled Phila 
lest nicht and ordered placards for Auge Slst 
and Septe lst for The les and The Elites 
in Portsmouth shipped to Joe Lewis. 


I em sending a wire to Greensboro, Ne Ce 
to see if thet men there can use us on the 
2nd. Will let you know something as soon as 
I hear from him, 


Very truly yours, 


